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The Director of Central Intelligence 
Washington. D. C. 20505 


22 February 1980 


Dear Don, 

Congratulations upon your selection as the 
1979 Glendora Citizen of the Year! 

Having known you for nearly four decades, 

I am not at all surprised to learn of this signal 
recognition and am most pleased for you. 

Wish I could be with you in person for this 
milestone in your life, however, my thoughts will 
be with you on this occasion. Warm regards. 



Mr. Donald F. Adams 
President and Administrator 
Foothill Presbyterian Hospital 
250 S. Grand Avenue 
Glendora, California 91740 
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